Elements of Static Strength 


Section modulus for torsion, in . 3 (mm 3 ) 

Angle of distortion due to shear, rad 
Shearing displacement, in. (mm) 

Poisson’s ratio 

General symbol for shear stress, psi (N/mm 2 ) 
Shear stress at radius x , psi (N/mm 2 ) 
Average shear stress, psi (N/mm 2 ) 

Maximum shear stress, psi (N/mm 2 ) 

Angle of twist, rad 



